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She Honorable layna Morse 
Salted States Senate 
Washington 25, D, G. 

Dear Senator Morses 


Shank you for your latter of 5 October 1955 concerning the 
problems of sewage facilities and access roads in connection with 
the possible location of our proposed ne^ headquarters building at 
Laaglqy, Virginia, 

the very best information I haw which la responsive to your 
questions is contained in a report which I haw just received from 
Clarke & Hapuano, consulting engineers and landscape architects, 
who were engaged to study and make recommendations concerning the 
location of our proposed new building. They law recommended tha 
Langley site and 1 am enclosing herewith a copy of an attachment 
to their report which deals with the problems of traffic, roadways, 
sewage, etc. While they have recommended a nunfcer of improvements 
to the arterial system in the general area, they haw concluded 
that "the various Potomac River bridges for the anticipated periods 
of CIA car movement with their rated capacities, including the im- 
proved Key Bridge, Indicate sufficient capacity to accommodate the 
increased load. The completion of the proposed bridge at Consti- 
tution Avenue and the completion of the George Washington Memorial 
Parkway should insure adequate capacity for some time.” It, there- 
fore, does not appear that the location of our building at ianglay, 
in and of itself, would have an immediate impact on the budget of 
the District of Columbia. 


The Board of Supervisors of Fairfax County have assured us 
that a sewage system to accommodate our headquarters will be avail- 
able prior to the completion of our building. They have two plans 
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under consideration, one of which would entail the construction 
of a sewage lino to the presently proposed plant on Pianit Hun. 
She alternative would be the construction of a new plant involv- 
ing the installation of shout 1*,00G feet of 15* outfall to a 
point downstream fron the little Falls Baa. Fither solution 
would provide primary and secondary treataant of the effluent. 
She 9* S. Krmf District Engineer has advised us that the Corps 
of Bhglneers would interpose no objection to either of these ar- 
rangements. 


I an deeply grateful for your interest in providing an ade- 
quate headquarters building for the Central Intelligence Agency. 

Sincerely yours, 

mm 

Allan tf. Dalles 
Director 


1 ML, 

Appendices to "Report on the 
Proposed Location for a lew 
Headquarters for the Central 
Intelligence Agency.* 
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Deputy Director 
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Inspector General 
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1 r > Allen W. Dulles, Director 
Central Intelligence Agency 
Washington 25>, D. C. 

Dear Fr. Dulles s 


1Th . , , As a mei1 * er of the ■‘Sfinate Committee on the District of Columbia 

lxghtenment on two matters concerning the n^onosal whlh JVv ®?7 

I-ngley ^^irginia \ % ° the new ^ d ^ers of the CIA onTsUe^** 

the press 

nas degenerated into an open and dangerous sewer. It is rJry understanding 

jssss s? 

"dVSL^^ ^ “at, 

increased haS ™P»ted that 

in the judgment of District officials reauiS tltlt at L “? le .' r would. 
Bridge; I assume that the access roads t^PhlL 3uble -decking of Chain 
to carry the increased load. Can iron ^ive me any fiSr^^ r ® qU ^ re ^dening 
cost of these improvements as thejr" relate to th^DiaSfot °° *5® 

irie e that e thf n D- e t y °T dilative" need for an “adequate buildine,^ is 
™ - -"ed capital 
these additional cost^SdTe 

respect to^htS^nqSSes? 6 iZ t0 3U ^ with 
by my deep interest in the affairs of the District ' \t cJlmbS? pr0npted 

Sincerely, 




-i./jac 
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fiOttlMm SO. 
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